60       DOCKETED ITEMS
U. Congressional/Executive Correspondence
8503080239 Responds to 850212 Itr re status of NRC review of licensee application for dry cask spent fuel storage.Review of General Nuclear Sys.lnc CASTOR V cask design should be completed by Spring 1985.
DIRCKS.W.J. Office of the Executive Director for Operations. 85/02/27. TRIBLE.P. Senate. 4pp. 29300:290-29300:295.
-8503080244 Requests expeditious review & action on licensee application for dry cask spent fuel storage.Delays could cause plant to lose full core reserve at tremendous addl cost to util & consumer.
TRIBLE.P.  Senate.  85/02/12.  PALLADINO.NJ.  Commissioners.  2pp.  29300:294-29300:295.
Y. Dry Cask independent Spent Fuel Storage installations
8503210021 Advises that Table 7.3-2 of 850208 submittal incorrectly cites topical SAR for  Castor  V/21   cask   ISFSI   as   ref  for   cask   neutron   surface  flux   leakage spectra.Requests General Nuclear Sysjnc be contacted to submit correct info. ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. 85/03/07. STEWART.W.L   Virginia   Power   (formerly   Virginia   Electric   &   Power   Co.).   1p. 29480:119-29480:119.
8503210210 Summary of 850226 meeting w/Bechtel in Gaithersburg.MD re clarification dose calculations submitted in util 850208 Itr. STURZ.F. Advanced Fuel & Spent Fuel Licensing Branch. 85/03/07. ROUSE,LC.   Advanced   Fuel  &  Spent  Fuel   Licensing   Branch.   1p.   29480:009-29480:009.
DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1
F. Security, medical, emergency & fire protection plans
8503050175 Revised emergency plan implementing procedures.including Rev 31 to table of contents,Rev 4 to F3-17, "Core Damage Assessment" & Rev 3 to F3-22, "Prairie Island Radiation Protection Response to Monticello Emergency." W/850228 Itr. FEY.F.L Northern States Power Co. 85/02/28. 42pp. 29210:057-29210:100.
8503190673 Forwards safety evaluation of control room habitability study (NUREG-0737,ltem   III.D.3.4)   concerning   toxic   gases   of   ammonia.hydrogen   chloride   & formaldehyde.Monitoring sys unnecessary.Training program required. MILLER.J.R. Operating Reactors Branch 3. 85/03/04. MUSOLF.D.M. Northern States Power Co. 3pp. 29444:227-29444:229.
H. General correspondence
8503180425 Advises that as of Feb 1984.GC Ortler no longer holds position of manager of corporate security & should be removed from mailing listRJ Zerban should be added.
ZERBAN.R.J. Northern States Power Co. 85/03/12. NRC - No Detailed Affiliation Given. 1p. 29384:360-29384:360.
I. Financial information
8503250110 "1984 Annual Rept." W/850319 Itr. BRUSVEN.A.D. Northern States Power Co. 84/12/31. 45pp. 29492:126-29492:170.
F. Operating license stage documents & correspondence
8503060378 Discusses development of acceptable ECCS evaluation model which includes effect of upper plenum injection.Current evaluation models deficient for listed reasons.lnfo insufficient to assure 10CFR50.46,App K requirements met. MILLER.J.R. Operating Reactors Branch 3. 85/02/12. MUSOLF.D.M. Northern States Power Co. 17pp. 29246:294-29246:310.
8503190177 Forwards SER of licensee response to Generic Ltr 83-28, "Automatic Actuation of Shunt Trip Attachment," Item 4.3, "Reactor Trip Reliability." Licensee response acceptable.
MILLER.J.R. Operating Reactors Branch 3. 85/02/21. MUSOLF.D.M. Northern States Power Co. 1p. 29439:205-29439:221.
-8503190184 Safety evaluation of licensee response to Generic Ltr 83-28, "Automatic Actuation of Shunt Trip Attachment," Item 4.3, "Reactor Trip Reliability-" Response acceptabie.Confirmation of seismic qualification required.
*   Office  of  Nuclear Reactor  Regulation,  Director. 85/02/21.  16pp.  29439:206-29439:221.
8503200338 Forwards proprietary "Upper Plenum Injection LOCA Program Plan Using SECY 83-472 Methodolgy," per NRC 850212 request. Affidavit requesting plan be withheld (ref 10CFR2J90) will be provided in 3 wks.Enc! withheld. MUSOLF.D. Northern States Power Co. 85/03/11. Office of Nuclear Reactor Regulation, Director. 2pp. 29424:280-29424:281.
8503220254 Forwards Rev 1 to 841221 application for amend to Licenses DPR-42 & DPR-60,requiring that fuel being stored in small pool be discharged from reactor for min of 5 yrs.when cask inserted or withdrawn from pool.
MUSOLF.D. Northern States Power Co. 85/03/14. Office of Nuclear Reactor Regulation, Director. 3pp. 29475:209-29475:223.
-8503220256 Rev 1 to 841221 application for amend to Licenses DPR-42 & DPR-60,re-quiring that fuel being stored in small pool be discharged from reactor for min of 5 yrs.when cask inserted or withdrawn from pool. MUSOLF.D. Northern States Power Co. 85/03/14. 4pp. 29475:212-29475:215.
-8503220259 Proposed changes to Tech Specs.requiring that fuel being stored in small pool be discharged from reactor for min of 5 yrs.when cask inserted or withdrawn from pool.
*  Northern States Power Co. 85/03/14. 8pp. 29475:216-29475:223.
Q. Inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503060489 Forwards Insp Rept 50-282/85-02 on 850114-18 & 0204-07.NO noncompli-ance noted.
LITTLE.W.S. Region 3, Office of Director. 85/02/28. LARSON.C.E. Northern States Power Co. 2pp. 29237:061-29237:067.
-8503060493 Insp Rept 50-282/85-02 on 850114-18 & 0204-07.NO noncompliance or deviation noted.Major areas inspected: refueling preparations & activities. MILBROT.W.E., REYES.L.A. Region 3, Office of Director. 85/02/28. 5pp. 29237:063-29237:067.
8503190161 Forwards Insp Repts 50-282/84-18 & 50-306/84-19 on 841209-850209 & notice of violation.W/o notice of violation.
SHAFER.W.D. Region 3, Office of Director. 85/02/28. LARSON.C.E. Northern States Power Co. 2pp. 29446:001-29446:010.
-8503190169 Insp Repts 50-282/84-18 & 50-306/84-19 on 841209-850209. Noncompliance noted:failure to maintain boric acid storage tank level. JACKIW.I.N. Region 3, Office of Director. 85/02/28. 8pp. 29446:003-29446:010.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
D319 Ack receipt of 850130 Itr informing NRC of steps taken to correct violations in Insp Repts 50-282/84-13 & 50-306/84-1 S.Failure to properly record events
8503110319 Ack r
noted in
re operation'of Pump 11 TD TDAFW on 841027 violates 10CFRSO.App' B. SHAFER.W.D. Region 3, Office of Director. 85/03/04. LARSON.C.E. Northern States Power Co. 2pp. 29287:083-29287:087.
-8503110332 Responds to NRC 841231 Itr re violations noted in Insp Repts 50-282/84-13 & 50-306/84-1 S.Failure to follow Section Work Instruction SWI-0-4 not contrary to Tech Specs.Reduction of violation to Severity Level V requested. LARSON.C.E. Northern States Power Co. 85/01/30. SHAFER.W.D. Region 3, Office of Director. 3pp. 29287:085-29287:087.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503050247 "Radiation Environ Monitoring Program, 1981," annual rept. W/820329 Itr. HUEBNER Hazleton Laboratories America, Inc. 81/12/31. 55pp. 29221:088-29221:142.
8503040002 "Effluent &. Waste Disposal Semiannual Rept,Jan-June 1982." W/820827 Itr. * Northern States Power Co. 82/06/30. 9pp. 29194:316-29194:325.
8503180314 "Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1984." W/850301 Itr. FEY.F.L Northern States Power Co. 84/12/31. 20pp. 29420:020-29420:039.
850319018.1 Monthly operating repts for Jan 1985.W/850206 Itr. DUGSTAD.D.. MUSOLF.D. Northern States Power Co. 85/01/31. 9pp. 29449:353-29449:361.
S. Reportable occurrences, LERs & related correspondence
8503040494 Forwards LER 85-005-00.
MUSOLF.D. Northern States Power Co. 85/02/21. Record Services Branch (Document Control Desk). 3pp. 29195:099-29195:101.rginia Power (formerly Virginia Electric & Power Co.). 85/03/14. 4pp. 29500:331-29500:334.
